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Dr.  H.  C,  Burleigh, 
BATH,  Ontario. 

Dear  Doctor  Burleigh; 

Recently  we  virote  you  to  inquire  if 
you  had  resumed  active  practice  at  the  above  address 
having  been  retired  from  the  G.  A.  M.  G. ,  but  at 
this  writing:,  Doctor,  we  have  not  yet  been  favored 
with  your  reply.  As  we  are  most  desirous  of  having 
our  records  of  Physicians  as  accurate  and  up  to  date 
as  possible,  we  would  greatly  appreciate  your  advising 
us  if  the  above  is  your  correct  mailirig  address  and 
if  you  are  actively  engaged  in  practice. 


reply,  we  are, 


Thanking  you  in  anticipation  of  an  early 

Yours  very  truly, 

CASTER,   CUlvILaKGS  &  COMPANY,   LTD. 


^.^^i^ 


,^i^tJ~^rfV^'n>>rzU/*t 


T 


CCC:jc 


P.  S.  For  convenience  in  replying,  we  enclose  a 
stamped  and  addressed  envelope. 
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